In figure 3, if CE opens, select the correct statements.

a .
"b.
c.
"d.
"e.
"f .

f2 increases.
Output signal increases.
Degenerative feedback increases
Bandwidth decreases.
Regeneration increases.
Input resistance increases.
Output resistance decreases.

9.

Using figure 4, compute the gain of the stage with feedback
applied .

in  c

Given:

RC = Ik ohms.
ein - 2.5.mV a-c

FIGURE 4

41tio of Rj_ to Rf + RE
